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BOARD OF EXAMINERS HARYANA 

( YAMUNA NAGAR ) 


The 10th March , 1970 
No. 3115-61B - 70 .-- The result of the examination held under the Punjab Boiler Attendants Rules, 
1961 on the 7th and 8th November, 1969, for grant of certificates of competency of class I and II of the 
successful candidates is announced as under : 


Roll No. 


Name 


Reinurks 


Class I 


2 


Passed 


6 


Day 


7 


Shri Mohan Singh 

Ram Swarup 
Rajinder Singh 
Jagadish Singh 
Mit Singh 
Pritam Singh 


16 


Do 


18 


Do 


22 


To 


24 


Ram Lal Bhatia 


Do 


26 


Dharam Chand Sharma 


Do 


27 


Om Parkrsh Devedi 


Tos 


28 


Yash Paul Vohra 


31 


Ram Chand 


Do 


32 


Benarsi Das Bhatia 


33 


D. 


1 


Passed 


2 


Do 


S 


6 


Harbans Singh 

Class II 
Shri Makhan Singh Chauhan 

Lohara Singh 
Kaka Singh 
Kalj Parshad 

Gopal Singh 
, Man Singh 
,, Om Parkash Suri 

Tirath Ram 
Tara Singh 


Do 


7 


Do 


9 


II 


DO 


13 


Do 


14 


Do 


17 


Mast Ram 


Do 


20 


21 


Durga Dass 
Moti Ram 
Nanak Chand 


22 


Du 


23 


Shadi Ram 


24 


Ghansham Das 


30 


Prem Kumar 


00 


32 


Necka Ram 


35 


Ram Lal 


37 


Do 


Mohinderjit Sharma 
,, Parshotam Dass 


38 


Do 


-- 


-- 


—- 


--- 


-- 


- 
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Roll No. 


Name 


Remarks 


39 


Shri Sham Sunder 


Passed 


40 


Do 


Sodagar Singh 
Sudershan Kumar Ghai 


45 


Do 


46 


Lachhi Ram 


Do 


48 


Pritam Singh 


Do 


49 


Wazir Chand Sharma 


Do 


51 


Do 


Amar Singh 
Bashi Ram 


52 


Do 


53 


Do 


54 


Piara Singh 
Pirthi Singh 
Avtar Singh 


Do 


55 


Do 


57 


Jamna Dass 


Do 


3 


59 


Narinder Kumar Atri 


Do 


62 


Khandu Ram 


Do 


64 


Do 


67 


Do 


68 


Lachmi Singh 
Pradip Kumar 
Chhoto Ram 

Tajinder Paul Singh Walia 
» Manohar Singh 


Do 


69 


Do 


70 


Do 


71 


» Roop Ram 


Do 


72 


Pritam Singh 


Do 


73 


Prem Narain Gaur 


Do 


76 


Do 


77 


Do 


Chajju Ram Rattan 

Harish Kumar Mahajan 
» Satya Prakash Singh 

Kishan Chand 


78 


Do 


79 


. Do 


83 


Mehar Chand 


Do 


84 


Mohan Lal 


Do 


86 


Malkit Singh 


Do 


88 


Nathu Ram 


Do 


89 


Bal Ram Bhasin 


Do 


95 
96 
97 
100 
101 
103 


Basdeo 
Harbans Lal 
» Mangu Ram 

Khushi Ram 
Anand Kishore Sharma 
Abour Rehman 


Do 
Do 
Do 
Do 
Do 


Do 


( Sd .) 

Chairman , 
Board of Examiners , Haryana , 

Yamuna Nagar. 


